OLD STIRLING BRIDGE, over the Forth, \vas called in medieval days the "gateway of
the Highlands," and was carefully guarded against the Highlanders who adventured south
in quest of plunder. When the English were trying to conquer Scotland, they captured Stirling
^flctift.and two miles away, at Bannockburn, they were finally defeated by King Robert Bruce.
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